Unlisted Thoughts presents the 


CROSS-GENERAL OF 
GENERAL DISAPPRECIATION . 


This Cross-General is awarded to 


Tasmanian Audit Office 


For having the incorrect 


plural for Assistant Auditor- 
General. | 
Awarded on 31/03/2024. A 
Lakshan Kaur Shadeh Jadoon 


Chief Administrative Officer & Chief of Staff 
Administrator-General 


